Iliiii!i'iihffdi,Ji,iljM.lij|}li,}l7l!ill 

»gii.iBii  rf—*ini    a    ■    in    ■    n  i  ■ 


omici 


:*RF¥TRRRFV 


-MIGNONETTE    STYLE. 


WiAM/Al/rOMAT/G  C/IB/A/FT Om  . 

Ww/t'hQwmjch '-.■wretf/'Lo  cam  produce 


ww 


BOSTON    AND    NKW    YORK. 


PL,  ] 


MAIN  OFFICE     AND     WAREROOMS, 

K  STREET,  BOSTON,  MASS.,  U.  S.  A 


Stanley  &  T'shek,  Printers,  S'.i'.i  Washington  St.,  Boston,  Mass 


f\^\ 


Tt$t  (American  Automatic  Organ  Company 


Take  great  pleasure  in  presenting  to  the    trade   and    public    generally,  the   first    of   their   line    of  new    mechanical 
musical  instruments, 


"■!♦ 


A  wonderful  triumph  of  mechanical  skill,  and  the  most  perfect  mechanical  musical 
instrument  in  design,  operation,  and  effect  that  has  yet  been  produced. 

-& RETAIL   PRICE,  ONLY    $10.00. •*#- 

A  mechanical  musical  instrument,  with  bellows,  reeds,  valves,  swell,  and  automatic  finger  action,  using  per- 
forated paper  strips  to  produce  any  desired  tune,  using  the  paper  strips  not  as  a  series  of  valves,  however,  but  as 
a  pattern  or  stencil  to  operate  the  automatic  fingers. 

The  true  principal  of  a  mechanical  instrument  is  embodied  in  our  system,  viz.  —  Automatic  Fingers 
which  instantly  open  and  shut,  regularly  constructed  valves,  giving-  perfect  notes,  wi  h  almost 
human  manipulation  and  expression.  Not  paper  as  a  valve,  with  its  attendant  imperfections  and  drawbacks. 
The  automatic  levers  which  operate  the  valves  in  our  instruments  act  with  a  similar  celerity  and  touch  to  the 
human  finger,  opening  and  closing  the  valves  as  in  a  cabinet  organ,  far  different  from  other  instruments  using 
perforated  paper  as  a  valve  in  which  the  note  is  gradually  shut  off,  and  consequently  flattened  as  the  paper  passes 
along,  requiring  twice  the  force,  twice  the  speed,  and  a  greater  length  of  paper  than  is  necessary  in  our  system. 
Wherein,  the  paper  is  not  used  to  answer  as  valves,  but  as  a  pattern  or  stencil  by  which  the  automatic  fingers 
are  manipulated. 

Mechanical  Musical  Instruments  using  perforated  paper,  are  not  new  to  the  trade,  in  either  this  or  foreign 
countries,  but  such  instruments  (hitherto  using  the  paper  as  a  valve,)  are,  to  say  the  least,  extremely  imperfect, 
and,  while  their  sale  has  been  certainly  remarkable,  there  has  been  a  constant  demand  for  something  with  highei 
capabilities,  having  regularly  constructed  valves,  and  capable  of  producing  perfect  music  in  expression,  effect,  and 
tone. 
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«    THE    ORGANINA. 
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SIDE    VIKW.!- 


The  Mignonette  style  is  the  smallest  of  our  line  of  instruments.  It  is  iof£  inches 
hgh  83^  inches  wide,  and  8  inches  deep  ■  weight,  when  boxed,  10  lbs.;  having  Sixteen  Notes 
or  Reeds,  {two  more  than  any  other  similar-priced  instrument),  and  regular  slide  valves-  the 
music  produced  is  very  sweet  and  pleasing,  suitable  for  any  parlor  or  drawing-room,  and  will 
b>  preferred  by  many  to  larger  and  heavier  styles.  The  case  is  black  walnut,  decorated  in 
g,It,  with  nickel  silver  trimmings,  curved  plate-glass  panel,  (showing  the  action  and  operation  of  the 
automatic  fingers  which  is  very  interesting),  which  exerts  a  wonderful  effect  upon  the  tone  of  tht 
instrument  by  the  reverberation  of  the  tone  upon  the  crystal  plate. 

The  mechanism  throughout  is  first-class  in  construction,  and  very  simple  in  design 
easily  taken  apart,  and  not  at  all  liable  to  get  out  of  order. 

The  retail  or  list  price  of  the  Organina,  (Mignonette  Style),  is  only  $10.00.  a  really 
wonderful  y  low  price  for  so  perfect  an  instrument.  In  ebonized  cases  and  selected  actions, 
i-rice,  fcll.OO.    In  solid  mahogany  cases  and  extra  selected  actions,  Price,  $12.00. 

We  are  the  owners  of  the  valuable  patents  granted  O.  H.  Arno,  Esq.,  completely  cover 
ut?  the  application  of  a  Slide  Valve  to  a  mechanical  musical  instrument  with  automatic 
hngers,  by  which  means  the  touch  and  expression  of  a  superior  organist  are  almost  exactly 
reproduced,  an  effect  which  has  never  before  been  obtained  in  mechanical  musical  instruments 
and  we  believe  it  a  better,  more  attractive,  and  more  desirable  instrument  than  a  $ioo  French 
Music  Box,  with  its  limited  and  monotonous  arrangement  of  tunes.  Our  Organinas  play  any 
tune,  which  cost  but  a  few  cents  apiece,  and  last  for  years. 
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MIGNONETTE  STYLE. 


WITtt  AUTOMATIC  fEEB  ATFAC- 


By  means  of  this  simple  and  most  ingenious  contrivance,  the  music  sheets  can  be  purchased  on  rolls  in  lengths  of 
40  feet  and  upward,  and  played  continuously,  and  when  through,  the  music  is  all  rolled  up  on  the  other  roll,  and  not 
lying  strewn  about  the  room.  The  Automatic  Feed  Attachment  not  only  adds  to  the  convenience  of  playing,  but 
effects  a  great  saving  of  the  music  strips  which  are  always  protected  by  the  rolls. 

The  music  is  drawn  off  the  feed-roll,  and  automatically  fed  on  to  the  take-up  roll,  by  means  of  a  patented  positive 
friction  shaft,  working  against  the  feed-roll  flange.  The  music  comes  on  rolls  with  metal  bearings,  at  no  extra  cost  for 
the  roll. 

After  the  music  strip  has  been  played  entirely  off  the  feed-roll  on  to  the  take-up  roll,  carry  the  last  end  of  the  strip 
from  the  take-tfp  roll  aver  the  top  of  the  case,  and  attach  to  the  feed-roll  and  wind  back  by  means  of  the  small  crank  on  the 
feed-roll  bearing. 

When  the  music  is  wound  entirely  up  on  either  roll,  single  strips  can  be  played  as  well  as  though  the  attachment 
were  not  on.  The  rolls  hold  from  30  to  50  feet  of  Organina  music,  equivalent  to  from  50  to  70  feet  of  Organette  music, 
and  from  10  to  15  tunes  are  generally  on  a  roll.  This  is  the  most  desirable  style  of  an  Organina  to  purchase,  and  it  is 
much  cheaper  than  dther  similar  instruments  with  a  roll  attachment. 

The  price  of  rolj  music  per  foot,  same  as  the  single  strips,  but  it  comes  on  a  black  walnut  roll,  free  of  extra 
charge. 

Price  of  Automatic  Feed  Attachment,  only  $2.50  Extra, 

and  the  value  of  the  instrument  is  greatly  enhanced  by  the  addition  of  it.    This  is  the  price  of  the  attachment  complete, 
and  does  not,  of  course,  include  a  roll  of  music 


-Miction  of  .Mignonette  Style;|H-     \ 


The  above  engraving  shows  the  mechanism  or  action  of  the  mignonette  style.  In  both  Nos.  I  and  2  Organinas 
there  is  an  outer  and  inner  case,  the  inner  case  being  called  the  action  frame  :  to  get  at  the  action,  remove  the  top 
cover  of  outer  case  and  draw  out  the  upper  section  of  the  back,  which  slides  in  a  groove  ;  remove  the  two  top  and 
bottom  screws  which  fasten  the  action  frame  to  the  case,  unscrew  the  handle,  and  the  action  frame  will  drop  out  from 
the  case,  when  every  part  can  be  readily  got  at.    The  action  can  be  played  as  well  out  of  the  outer  case  as  in  it. 

Turning  the  crank  both  operates  the  bellows,  and,  by  means  of  an  extra  shaft  and  grip  roller,  propels  the  paper 
tune  or  music  strip.  While  the  crank  is  in  motion,  the  bellows  are  in  constant  operation,  and  as  the  paper  passes  along 
under  the  points  or  tips  of  the  automatic  fingers,  the  perforations  allow  the  finger-points  to  slip  through,  and  by  means 
of  the  compound  lever,  open  the  valves  with  the  celerity  of  the  human  hand,  and  in  absolutely  faultless  time. 

These  instruments  are  so  constructed,  that  no  amount  of  shaking  up  will  disarrange  the  mechanism,  which  is  very 
simple  and  always  positive  in  its  action.  If  a  reed  should  get  clogged  by  dust  or  dirt,  and  not  speak  properly,  or  at 
all,  draw  it  from  its  cell  and  remove  the  obstruction  ;  this  is  only  a  moment's  work,  and  not  liable  to  be  often  nec- 
essary. The  above  engraving  represents  our  original  style  of  reed-board  and  cells.  We  have  invented  a  new  reed-board, 
■with  cilique  cells,  very  similar  to  the  one  in  the  Organina  Cabinet,  which  has  increased  the  power  of  the  instrument 
ever  30  %.     The  new  reed-board  is  considerably  deeper  than  the  above,  otherwise  the  engraving  isfac  simile. 

We  use  special  reeds  for  this  size  instrument,  unlike  any  others  ;  they  are  made  by  ourselves  with  the  finest  of 
machinery,  and  produce  a  softer  and  sweeter  melody  than  has  ever  before  been  obtained. 


The  Most  Complete  Mechanical  Musical  Instrument  Id  the  Wort 

The  Organina  Cabinet  is  on  the  same  general  principle  as  the  Mignonette  Style,  with 
additional  and  valuable  capabilities.  Carrying  a  large  supply  of  music  within  its  case,  and 
having  a  most  ingenious  automatic  feed.  The  advantages  of  the  Cabinet  style  are  more 
fully  discussed  on  the  next  page,  where  the  mechanism  is  shown  and  described. 

The  Organina  Cabinet  has  full  sized  Cabinet  Organ  reeds,  16  in  number,  (same 
compass  as  Mignonette  style,)  and  is  as  loud  and  melodious  as  a  regular  cabinet  organ.  It 
will  fill  any  ordinary  sized  Hall  and  furnish  acceptable  music  for  any  occasion,  which,  by  means 
of  the  swell,  can  be  greatly  varied  in  effect.  For  dances,  &c,  it  is  most  admirable,  and  where 
otherwise  musicians  would  have  to  be  engaged,  it  will  save  its  cost  in  one  night. 

The  Organina  Cabinet  is  20  inches  long,  13  inches  wide,  and  12  inches  high;  weight, 
boxed,  about  25  lbs.  It  is  made  of  the  best  selected  stock,  and  the  cases  are  elegantly 
finished  and  decorated  ;  the  heavy  curved  plate-glass  panel  greatly  enhancing  both  its  beauty 
and  attractiveness,  exposing  the  very  interesting  action  of  the  automatic  fingers,  as  in  the 
Mignonette  style.  The  Cabinet  style  is  as  loud  and  powerful  as  many  Cabinet  Organs,  and 
produces  the  most  beautiful  music.  As  an  article  of  furniture,  it  is  elegant  and  rechcrchi. 
Price,  in  black  walnut  cases,  only  $20.00;  in  ebonized  cases  and  selected  action,  $21.00; 
and  in  solid  mahogany  cases,  very  highly  finished,  $22.00.  It  is  the  most  complete  and 
elegant  mechanical  musical  instrument  ever  made. 


^Am©i^OF*TIE*GABINBT*STYLE.S* 


The  action  of  the  Organina  Cabinet  is  identical  with  that  of  the  Mignonette  style  as  far 
as  the  application  of  a  slide  valve  to  reed  is  concerned,  in  combination  with  levels  and  perfor- 
ated paper,  but  in  the  Cabinet  style  everything  is  on  a  larger  and  more  powerful  scale,  and, 
as  shown  in  cut,  a  large  supply  of  music  (20  to  30  tunes)  is  carried  on  rollers  within  the  case, 
and  is  automatically  fed  into  the  instrument,  all  being  done  by  simply  turning  the  large 
crank  ;  when  the  music  strip  has  been  played  through,  another  roll  can  be  inserted  or  the 
same  strip  can  be  rewound  and  played  through  again.  To  rewind  a  music  strip,  throw  down 
the  little  lever  on  outside  of  case  and  wind  back  with  the  smaller  crank.  The  lever  throws 
down  the  drop  frame  and  allows  the  music  strip  to  be  easily  wound  back,  with  no  danger  of 
the  finger  points  catching  or  tearing  the  paper.  On  no  account  should  the  paper  be  wound  back 
except  while  the  lever  is  down. 

The  same  instructions  that  apply  to  the  Mignonette  style  apply  in  a  general  way  to  the 
Cabinet  style.  To  get  at  the  action,  remove  the  top,  take  off  the  cranks,  and  unscrew  the 
inner  case  from  the  outer  one,  when  the  entire  action  can  be  emoved  and  readily  got  at  in 
every  part     Years  of  ordinary  wear  will  in  no  way  affect  the    mechanism. 
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A  MUSICAL  WONDER. 


Jn  Finely  Decorated 

Black  Walnut  Cases, 

ONLY 


$6. 


-P^IGE,-* 


Ebonized    Cases, 


With  Gilt  Trimmings. 


$7. 


The  Simplest  and  Best  Mechanical  Musical  Instrument  in  the  World, 


USING  PAPER  AS  A  VALVE. 

NOVEL  IN  CONSTRUCTION.  ELEGANT  IN  DESIGN. 

POWERFUL  AND  MELODIOUS  IN  EFFECT. 

In  response  to  a  universal  demand  from  our  customers  for  a  melodious,  low-priced,  and  yet 
attractive  instrument,  we  have  produced  the  "  Harmonette." 

This  instrument  has  16  notes,  or  reeds,  two  more  than  any  other  similar  instrument  (using 
paper  as  a  valve),  and  it  is  more  simple  in  construction,  more  attractive  in  design,  and  much 
more  perfect  and  melodious  than  any  similar  instrument. 

We  obtain  effects  from  the  "Harmonette,"  owing  to  the  peculiar  make  and  arrangement  of 
the  reeds,  the  construction  of  the  expression  box.  and  the  various  means  employed  for  the  regu- 
lations and  escape  of  the  wind,  almost  equal  to  a  regular  valve  instrument,  and  far  superior  to 
any  similar  instrument  extant. 

The  bed  or  raceway  over  which  the  music  sheet  travels  \&  flexible, — this  is  technically  called  the 
flexible  diaphragm.  When  the  bellows  commence  to  work,  the  air  forces  this  diaphragm  up  against 
the  reed  board  and  thus  forms  a  tight  joint  or  connection,  and  the  music  sheet  while  passing  through 
the  instrument  is  under  constant  and  even  pneumatic  pressure,  which  is  more  uniform  and  desirable 
than  the  pressure  exerted  by  springs,  while  the  wear  on  the  music  paper  and  reed  board  is  greatly 
lessened. 

Price,  as  above  stated,  $0  and  $7,  according  to  finish.  Price  of  music  only  4  cents  per 
foot.  The  music  is  much  shorter  and  more  condensed,  and  consequently  cheaper,  than  any  other 
similar  music. 

■*  DIRECTIONS  FOR  PItfI¥I]TC.-> 

Place  the  tune  or  music  strip  in  the  instrument,  between  the  reed  board  and  the  diaphragm, 
printed  side  up;  push  it  forward  until  it  hits  the  rubber  roller,  taking  Care  that  it  lies  evenly  between 
the  guides,  and  not  Crowded  up  On  either  side.  The  expression  swell  can  be  operated  by  one  hand 
and  the  crank  turned  with  the  other.  Further  and  more  explicit  instructions  accompany  each 
instrument. 


